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2- sftr ftrafa fr*rnr, si^rt fSnprct «fV aft. 'll. 

*fan?r w Rftftr ^ tnarewr ^ i % *p*t trefcrfft:— 

(i) «ft «Rtf?t, *pg;*f?rr5ra' 

(ii) trsrcmr. *m&. **» ,43m rrarrmr) 

(iii) «ft %: <ft. TTO^^mt; wt, «fm?r^rift 

(iv) *fr «Fr. g w rc fr, w prtfaRT -tfrwr) %. wt. ft. ft. 

3. Rfaft % 3Roff a?t ftFTR *f 3hr *r«tfct :— 

(^) ssrfff STJmft % 3 TR ft ‘STFt % 2 FR 3 i 

(w) 3RT Spwmft ^t JT: 3ft 3*ft % 3Rtr I 

(n) wr spjsfst <£tr %IV Rftffc^r TRff % famt m art aft f??r 

R<S?^ RRTTt? % WttEPtRK 3t4 fl ^ I 

(tr) nft ^tf Rfm sr^rr ’fit *r«*•«*•■■»**« «***■ »*»■ 3$nrs 
^tRT5j; Rfr *r 34 ft % «fr«i; str 

(s) t£tft R3«TTaff tft grrwfa frcft % fm* ftqer tipt ^arm i 

4. srfaft %sRm ftrft tfft ft* % afar jr^ot 3ft 3r aF^cft | i 

s. ft vh RRRt? ft%vrrer*r aftr wm -f^rfmR, faftfr fmrRt fmt ftr t#r 

•Ft SEI^feRT ftfRl, #g E1 df JTTFt ^fttmf^ftj#^ RiFT % 3PR 3fft 313 ^TT 

•ft 3% I 


q?r.- M^fl-TREDM, mj3t Eftf3 


MINISTRY OF INFORMATION AND BROADCASTING 
NOTIFICATION 
New Delhi, the 7th May, 1993 

No. 303/17/93-F. (F).—It has been decided by .the Ministry of Informa¬ 
tion & Broadcasting to appoint a High Level Committee, to enquire into the 
unfortunate mishap in the National Film Awards function on 5th May, 1993, 
when the sound system totally broke down and conld not be even revised 
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2. The Committee shall be headed by Shtri O, P. Goel, Director General^ 
Central Public Works Department, Ministry of Urban Development. The other 
members of the Committee shall be :— 

(i) Shri J. J. Tharayil, Director, Ministry of Home Affairs, 

(ii) Major S. R. Verma (Army Headquarters). 

(iii) Shri K. P. Ramaswamy, Engineer-in-Chief, All India Radio. 

(iv) Shri N. Krishnamuithy, Chief Engineer (Elect.), CPWD. 

3. The Committee shall enquire in detail the reasons for the mishap, viz.,— 
fa) Reasons for the failure of the sound system. 

(b) Reasons as to why the system could not be revised. 

(c) Was the contract given to a reputed party who could have handled 

the requirements for such an important function. 

(d) Details of stand-by arrangements made, if any, and the reasons as to 
why the stand-by arrangements could not be made operative, and 

(e) to suggest detailed measures to prevent recurrence of such failures. 

4. The Committee is requested to submit its report in three days. 

5. Dte. of Film Festivals and Chief Engineer, Civil Construction Wing shall 
provide all the required information, assistance and help to this Committee to 
enable it to complete the enquiry within the stipulated time. 

S. LAKSHMI NARAYANAN, Jt Secy. 
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